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ACTION OC-06 

INEO OCT-OI CCO-00 ISO-00 SY-05 ARA-06 FBO-02 OCL-00 /020W 

089790 

R 292020Z JUL 76 
EM AMEMBASSY MONTEVIDEO 
TO SECSTATE WASHDC 1829 
INEO AMEMBASSY PANAMA 

CONEIDENTIAL MONTEVIDEO 2841 

EOR OC/PE 

PANAMA EOR RSS 

E.O. 11652: GDS 

TAGS: ACOM, UY 

SUBJ: SKYLINK INSTALLATION 

REF: 76 STATE A-2396 

1 . ESTIMATES HAVE BEEN OBTAINED EOR THE INSTALLATION OF THE 
TELEPHONE EXTENSION ROOM AND EOR THE ANTENNA PADS AND ROOE 
PENETRATION. THE BREAKDOWN IS AS FOLLOWS: 

TELEPHONE ROOM $758 

ROOE ANTENNA AND 
PENETRATION $450 

2. WORK CAN COMMENCE AS SOON AS EUNDS ARE AVAILABLE. THE 
MISSION HAS BEEN ADVISED THAT THERE WILL BE APPROXIMATELY 
9,000 POUNDS OP EQUIPMENT INSTALLED IN THE COMMUNICATIONS 
AREA. IP THIS PIGURE IS CORRECT, IT IS ASSUMED THAT FBO 

HAS VERIFIED THAT THE PLOOR LOADING WILL ACCOMMODATE 
THE ADDITIONAL WEIGHT. OUR LOCAL CONTRACTOR WHO WORKED ON THE 
CONSTRUCTION OP THIS PLOOR INDICATES THAT THIS ADDITIONAL LOAD 
WILL CAUSE NO PROBLEM. 

3. PLEASE VERIFY. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: blochdO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MONTEV02841 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D760296-0832 
From: MONTEVIDEO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976071 0/aaaaahwg. tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 76 STATE A-2396 
Review Action: RELEASED, APPROVED 
Review Authority: blochdO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 JUL 2004 by coburnhb; APPROVED <28 OCT 2004 by blochd0> 

Review Markings: 
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US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SKYLINK INSTALLATION 
TAGS: ACOM, UY 
To: STATE 
Type: TE 
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